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3.75 (c) (1) (i) 

NODS1MG FACIUTIES. GENERAL 


Sec. 3,75 Housing facilities , general 
(c) Surfaqe5-(l) GefieraJ requiramants. 

Any scir(ac«s that come jn contact wtlTi nonriuman primates must: 

(i) Be Iree of ejccessive nust that prevents the nequirecf deanirg and sanitizatwn, or that affecis the slnjctural 
^irenglh or Ihe surface; 


''’"'Al lime of inspecLiori the Capuchin tnenkay ouldaor pen which is cenaLruded ol tnaial pipe and chain link lancing 
has two cross support traces which have rusted in a seclion of lh>e p«pe and is preventng the proper cleaning and 
sanitizirug pf this pipe surface end is aflecting the slrusturfll Strength of this brace- 

This sectwn ol pipe needs to be replaced to allow lor the requ>red cleaning and sanitizing of this surtace This 
replatceiirerTf will htelp fo mainlain |tie atrudurql strength ol this enclosure. 

““‘The painted surfaces inside of the primate building which have been painted to preserve ihese surf^es and to 
aid lin cleaning and unitizing have begun to peel and are preventing the proper cleaning and aanitizing required in 
this building. 

These surfaces need to be reclaimed la allow for Ihe proper dear^ing and sanilizing ol Ihie building. 

TO BE COR FtECTE D BY: 7/1 3/1 1 

3.125 (a) 

FACILITIES. GENERAL 

Sec. 3,125 Facililies, general. 

(a] Structural strengrth. The tacilitv must be oonrsfrucled of such material and o1 such strength ss apprppriale tor the 
animals Involved. The Indoor end outdoor housing laclhtjes shall be structurally sound and shall be maintained in 
good repair to protect Ihe animals Irom injury and lo coniain ihe animals, 
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lime pi inapeptipn the large ahade Ireee in the wallarpp pen aire rapped with phain link lenging malerial tp 
prev&nt tna w^llarooe Irom clievnng on irea^. This chain link material on Iwo ol the trees has beoomo untaslened 
and needs to be neatlached to prevent possible injury to Ibe animate in this pen. 

TO eE con RECTE D BV. 4.I-2&/1 1 

At time ol inepeclion ibe wellerop housing buiklirg which has wooden siding on the building ties boarde on Iho 
sootTi EitJe of the building which have become stofcturally unsound and are in need o( replacement. This building 
should be maintained in good repair at all limes- 

TO BE CO R RECTE D B V- 6/1 a/1 1 


This inspection and esil interview conduded by Oonnovan Fo>! ACI with the owner 
END OF REPORT. 
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